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to purification beds, the combination of a distributing tank
which receives the raw sewage, an automatic siphon leading
from said tank, a plurality of distribution passages leading to
several beds, a single gate which controls said passages, and
apparatus actuated by the rise and fall of the liquid in the tank
to operate said gate so as to open said passages one at a time
and close all the others, substantially as described/7
Patents Nos. 634,424, 634,425, 634,426, 634,427, and
634,428, to Cameron, Commin and Martin, all apply to
devices for filling and discharging contact beds used in con-
nection with the Cameron septic tanks. They consist of auto-
matic valves operated in sequence by the rising and the falling
of water in the tanks. The following claims are selected for
their descriptive value:
" The combination of a plurality of receptacles, and auto-
matic means actuated by the overflow from said receptacles
for controlling the supply and discharge thereof."
" The combination of a plurality of receptacles, valves for
controlling the supply and discharge of each receptacle, separate
buckets for actuating said valves, the bucket which controls
the supply receiving the overflow from another receptacle, and
the bucket which controls the discharge being filled by the
overflow from the receptacle which it discharges/7
" The combination of a receptacle for containing liquid pro-
vided with a discharge orifice, a valve for closing said orifice
adapted to be opened by the pressure of the liquid in said recep-
tacle when said liquid rises to the desired height, and a means
for holding said valve in open position until all the liquid therein
has been discharged."
" The combination of a receptacle whose contents it is desired
to discharge at two or more levels, of two or more valves for
discharging such contents at the desired levels, which valves
are successively opened by the action of the discharging appa-
ratus, substantially as specified/'